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Message Text 

UNCLASSIFIED 
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ACTION NEA- 10 

INFO OCT-01 EUR- 1 2 ISO-OO EB-08 /031 W 

180510Z 082077/12 

R 171343Z MAR 77 
FM AMCONSUL ALEXANDRIA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 0664 
AMEMBASSY ATHENS 
AMEMBASSY CAIRO 

UNCLAS ALEXANDRIA 0201 

ATHENS FOR RTDO 

E.O. 11652: NA 
TAGS: BEXP, EG 

SUBJECT: PRIVATE TRADE OPPORTUNITY 

1. 729/02/P0147 

2. 031777 

3. R. CHASE 

4. 729/EGYPT 

5. I AD 

6A. REPLY OR CABLE TO~ 

6B. ENGINEER ASHRAF SAKR 

6C. 26 KAFR ABDOU STREET, ALEXANDRIA, EGYPT 
P.O. BOX 259 

7. CABLE: ARVIDSAKR TEL: 808020 TELEX: 4054 COMLAX 061 SKR 


8 . — 

UNCLASSIFIED 

UNCLASSIFIED 
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9. 100 

10. DESCRIPTION: 

38251XX-0100 SUPPLY OF HIGH VOLTAGE LABORATORY EQUIPMENT WITH 
THE FOLLOWING SPECIFICATIONS: 
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1 . AN IMPULSE GENERATOR, I MV, 30 KJ, COMPLETE WITH ITS 
ACCESSORIES. 

2. HIGH VOLTAGE DC POWER SUPPLIER, 100KV, 25 M AMP., WITH 
AN EASY MECHANISM OF POLARITY REVERSAL. 

3. A SHPERE GAP TEST SET WITH REMOTE CONTROL SYSTEM AND 
PAIRS OF SPHERES, 12.5 25, AND 50 CM IN DIAMETER. 

4. A SINGLE-PHASE TESTING TRANSFORMER 0 - 100 KV, 15 KVA. 

TO BE SUPPLIED FROM 220 V, 50 HZ MAINS, COMPLETE WITH 
ITS CONTROL PANEL AND TRIPPING SYSTEM. 

5. AN ELECTROSTATIC VOLTMETER 0 - 100 KV. DC AND AC 

6. A HIGH VOLTAGE OSCILLOSCOPE WITH A POLAROID CAMERA FOR 
RECORDING WAVES OF I.G. 

7. TWO PORTABLE EQUIPMENT FOR MEASURING EARTH RESISTANCE 
AND RESISTIVITY. 

8. HIGH VOLTAGE MEGOHMETER. 10 KV, 0.1 - 200,000 MOHM. 

9. HIGH VOLTAGE DC FAULT LOCATOR, 0 - 200 KV, 20 M AMP. 

10. PORTABLE DC INSULATION TESTER, 0 - 80 KV, 5 M AMP. 

11. LIQUID DIELECTRIC TESTER, 0 - 90 KV AUTOMATIC 

12. LIQUID DIELECTRIC TESTER FOR TESTING THE PHYSICAL 
PROPERTIES OF LIQUID INSULANTS AS WELL AS HUMIDITY 
AND MOISTURE CONTENT. 

13. NON-DESTRUCTIVE AC/DC INSULATION TESTER, 50 KV, 10 M AMP 
H.V. DC. 

14. A COMPLETE CORONA DETECTION EQUIPMENT, 50 KV, 40 KVA, 

CORONA TEST SET WITH SEPERATION CAPACITOR. 

15. H.V SCHERING BRIDGE, COMPLETE WITH A 150 KV STANDARD CAPACITOR. 

NOTE: ALL EQUIPMENT SHOULD BE SUITABLE FOR SUPPLY 380/220 V. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 ALF.XAN 0020 1 171515Z 

3-PHASE, 4- WIRE. 50 HZ. 

THE OFFER SHOULD HAVE A VALIDITY OF NOT LESS THAN 6 MONTHS AND 

SHOULD INCLUDE INSTALLATION AND SITE TESTING. 

PRICE QUOTATIONS REQUESTED FOB AND C AND F. CATALOGS ARE REQUIRED. 

CHASE 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 17-Mar-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977ALEXAN00201 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770092-1007 
Format: TEL 
From: ALEXANDRIA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 9770351 /aaaabsdi. tel 

Line Count: 105 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 08b509b7-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION NEA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 12-0ct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3084478 
Secure: OPEN 
Status: NATIVE 

Subject: PRIVATE TRADE OPPORTUNITY 
TAGS: BEXP, EG 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/08b509b7-c288-dd11-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
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EO Systematic Review 
22 May 2009 
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